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Bureau of the Mint, 







—JjEimRyy 2, 1891 


The Superintendent, U, S* Mint, 


Philadelphia, Pa* 


Sir: 


The letter from this bureau of November 20 instructing you to 


fonyard the t 


ample C(?ins lor test, was not intended to change the 
regula.tions-, 5 section 9 of article 12, as to the number of pieces 
or the deliveries from which the coins v/erc to be taken* The in¬ 
tention of the lette- of November 20 was simply that the pieces 


unt 


the month or quarter 


I find that you are sending a great many more pieces to this 
bureau lor test than is required by the regulations, and it seems 
quite a waste of coins, especially dimes* 


Very respectfully, 
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Treasury Department, 

Bureau of the Mint, 
Washington, D.C. 

January 2, 1891. 

The Superintendent, U.S. Mint, 
Philadelphia, Pa. 

Sir: 


The letter from this bureau of November 20 instructing you to forward the sample coins 
for test, was not intended to change the regulations, section 9 of article 12, as to the number of 
pieces or the deliveries from which the coins were to be taken. The intention of the letter of 
November 20 was simply that the pieces should be forwarded when taken instead of waiting 
until the end of the month or quarter. 

I find that you are sending a great many more pieces to this bureau for test than is 
required by regulations, and it seems quite a waste of coins, especially dimes. 

Very respectfully, 

E.O. Leech 
Director. 



